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Abrasional arthroplasty, of first 
metatarsophalangeal joint, 461-484 
case studies in, 469-480 
historical review of, 462-463 
in adducted second digit, 471-473 
in hallux rigidus, 469-471, 473-476 
in implant arthroplasty failure, 
477-480 
postoperative considerations in, 
468-469 
preoperative considerations in, 
463-464 
rationale for, 463 
technique for, 464-468 
Abrikosov tumor, malignant, 163 
Absorbable fixation, in arthrodesis, of 
digital deformities, 251-254 
in first ray surgery, 533-547 
clinical uses of, 535-538 
complications of, 536-538 
costs of, 544-545 
foreign body reaction in, 534 
pin choice in, 541-542 
polyglycolic acid, 533-534 
poly-L-lactide, 534-535 
polyparadiaxanone, 533-534 
results of, 538-545 
stress shielding in, 542-543 
techniques for, 535-538 
vs. metal components, 540-544 
reactions to, 357 
Acanthosis nigricans, 79 
Acquired immunodeficiency syndrome. 
See Human immunodeficiency virus 
infection. 
Acroangiodermatitis, 115 


Acrodermatitis chronica atrophicans, in 
Lyme disease, 612 
Acrosclerosis, 80 
Adhesions, in first metatarsal osteotomy, 
356 
Adipocytic sarcomas, 161-162 
Adolescents, hallux valgus in, treatment 
of, 352-353 
AIDS. See Human immunodeficiency virus 
infection. 
Aminoglycosides, in staphylococcal 
infections, 807 
in streptococcal infections, 807 
Amorolfine, in onychomycosis, 23-24 
Amoxicillin, in Lyme disease, 625 
oral, 688 
prophylactic, 654 
Amoxicillin-clavulanic acid, oral, 688 
Amphotericin B, in tinea pedis, 39 
Ampicillin, in Lyme disease, 626 
Amputation, in macrodactyly, 334 
in osteomyelitis, in diabetes mellitus, 
717 
Anaerobic bacteria, in necrotizing fasciitis, 
639 
Anergy testing, in tuberculosis screening, 
728-729 
Angioendotheliomatosis, neoplastic 
proliferating, 165-166 
reactive proliferating, 166 
Angioleiomyosarcoma, 162 
Angiosarcoma, 164-165 
Anthralin, in keratotic lesions, 83 
Antibiotics, in ehrlichiosis, 625 
in Lyme disease, 625-627 
in necrotizing fasciitis, 639 
in osteomyelitis, 709-711 





CUMULATIVE INDEX 1996 


812 


Antibiotics (Continued) 
in staphylococcal infections, 805-807 
in streptococcal infections, 805-807 
in tuberculosis, 736-737 
intravenous, in diabetic infections, 676- 
679 
oral, 683-699 
cephalosporins, 690-693 
costs of, 684-685 
lincosamides, 693-695 
macrolides, 693-695 
metronidazole, 699 
penicillins and combinations, 687-690 
quinolones, 696-698 
rifampin, 699 
safety of, 685 
selection of, 683-687 
tetracyclines, 696 
trimethoprim-sulfamethoxazole, 698 
prophylactic, 647-660 
administration of, 655-656 
for endocarditis prevention, 656-658 
for implant insertion, 650-651 
for lacerations, 648-649 
for late prosthetic joint infection, 651 
for open fractures, 651-652 
for puncture wounds, 648-649 
for surgery, 650-656, 785-786 
for tick bites, 658 
in immunocompromise, 652-653 
indications for, 647-648 
selection of, 653-655 
Antibodies, to Borrelia burgdorferi, 617-618 
Antiphospholipid syndrome, skin 
disorders in, 148 
Arcuate (crescentic) osteotomy, of first 
metatarsal, 528 
Arsenic intoxication, keratoses in, 75 
Arthritis, in Lyme disease, 611 
of first metatarsophalangeal joint. See 
Hallux limitus. 
skin disorders in, psoriatic, 144 
rheumatoid, 140-141 
tuberculous, 731-732, 735-736 
Arthrodesis, in digital deformities, 
212-215, 239-250 
complications of, 245-246 
end-to-end type, 243-247 
with absorbable pin and suture 
fixation, 251-254 
historical aspects of, 240-243 
postoperative care in, 247 
procedures for, 244-245 
results of, 247, 250 
“NV” type, 243-247 
vs. arthroplasty, 246 
of first interphalangeal joint, absorbable 
fixation in, 535-536 
of first metatarsocuneiform joint, absorb- 
able fixation in, 536 


in Lapidus procedure. See Lapidus pro- 
cedure. 
of first metatarsophalangeal joint. See 
Metatarsophalangeal joint, first, 
arthrodesis of. 
Arthroplasty, abrasional. See Abrasional 
arthroplasty. 
implant. See Implant arthroplasty. 
of interphalangeal joints, versus 
arthrodesis, 246 
Articular fractures, occult, vs. hallux 
limitus/rigidus, 441-445 
Athlete’s foot, 33-34 
cellulitis from, 759-766 
Atopic dermatitis, vs. lichen simplex 
chronicus, 50 
Avascular necrosis, of first metatarsal 
head, in hallux valgus correction, 
392-399 
in osteotomy, 362-363 
of sesamoids, 506-508, 555-556 
Avulsion, nail, 310-311 
in onychomycosis, 25-26 
Azithromycin, in Lyme disease, 625-626 
oral, 694-695 


Babesiosis, 596 
Bacillus calmette-guerin, in tuberculosis 
vaccination, 729-730 
Bacteroides, in necrotizing fasciitis, 639 
Bannwarth’s syndrome, 611 
Basal cell carcinoma, 110-111 
Basal cell nevus syndrome, keratoses in, 76 
Baza cream, in tinea pedis, 38-39 
Bazex’s syndrome, keratoses in, 75-76 
Bejel, keratoses in, 79 
Benzethonium chloride chloroxylenal 
cream, in tinea pedis, 38-39 
Biette’s collarette, in syphilis, 131 
Bioabsorbable fixation. See Absorbable 
fixation. 
Biopsy, in tumor diagnosis, 157-158 
Bite wounds, antibiotic prophylaxis for, 
649 
Bleomycin, in plantar verrucae, 61-62 
Blistering diseases, 91-108 
bacterially mediated, 105-107 
bullous diabeticorum, 106-107 
bullous impetigo, 105 
ecthyma gangrenosum, 106 
epidermolysis bullosa acquisita, 104-105 
epidermolysis bullosa simplex, 104 
friction blisters, 91-92 
hereditary, 101-105 
id reactions, 92-93 
immunobullous, 93-101 
bullous pemphigoid, 96-98 
chronic, of childhood, 98-99 





dermatitis herpetiformis, 98 
erythema multiforme, 99-100 
in systemic lupus erythematosus, 99 
linear IgA dermatosis, 98-99 
pemphigus vulgaris, 94-96 
Stevens-Johnson syndrome, 100-101 
pompholyx, 92 
porphyria cutanea tarda, 101-104 
scalded skin syndrome, 105-106 
Bone, infection of. See Osteomyelitis. 
resorption of, in metatarsal osteotomy, 
358 
Bone graft, in metatarsal nonunion, 415 
Bone scan, in implant arthroplasty 
infections, 778-780 
in osteomyelitis, 708 
Borrelia, genospecies of, 607-608 
Borrelia burgdorferi, antibodies to, 617-618 
characterization of, 603-608 
distribution of, 607-608 
tick-borne, 596-597, 599-603 
Borreliosis. See Lyme disease. 
Bullous diabeticorum, 106-107, 122-123 
Bullous impetigo, 105 
Bullous morphea, 115 
Bullous pemphigoid, 96-98 
Bunion. See also Hallux valgus. 
dorsal. See also Hallux rigidus. 
classification of, 424 
Bunionectomy, chevron, absorbable 
fixation in, 536 
Z-, 523-525 
Butler operation, for overlapping toes, 339 


Candida, in onychomycosis, 14, 16-17 
Cantharidin, in keratotic lesions, 84 
in plantar verrucae, 64-65 
Capsule, injury of, in first metatarsal 
osteotomy, 356-357 
Capsuloligamentous injuries, of sesamoid 
complex, 508-510 
Capsulorrhaphy, of metatarsophalangeal 
joint, in hallux valgus, 352-354 
Carbapenems, in staphylococcal infections, 
806 
in streptococcal infections, 806 
Carbon dioxide laser, in plantar verrucae, 
67-68 
Carcinoma, basal cell, 110-111 
Merkel cell, 164 
squamous cell, 109-110 
verrucous, 110 
Carditis, Lyme, 611-612 
Castellani paint, in tinea pedis, 39 
Caustic agents, in plantar verrucae, 65 
Ceftriaxone, in Lyme disease, 626 
Cellulitis, in necrotizing fasciitis, 636 
’ of web space, in dermatophyte infec- 
tions, 759-766 
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Cephalosporins, in staphylococcal 
infections, 805-806 
in streptococcal infections, 805-806 
oral, 689-693 
prophylactic, 654-655 
in implant arthroplasty, 786 
Chancre, in syphilis, 130 
Cheilectomy, in hallux limitus, 450-452 
Chevron bunionectomy, absorbable 
fixation in, 536 
Chevron-Austin osteotomy, metatarsal 
dorsiflexion in, 360 
Chondromalacia, of sesamoid complex, 
500 
Chondrosarcoma, extraskeletal, 113, 168 
Chronic bullous disease of childhood, 
98-99 
Cicloprox olamine, in tinea pedis, 40 
Cierny-Mader classification, of 
osteomyelitis, 701-706 
Cilofungin, in onychomycosis, 745 
Cimetidine, in plantar verrucae, 66 
Ciprofloxacin, oral, 697 
Circumscribed dermatitis. See Lichen 
simplex chronicus. 
Clarithromycin, oral, 695 
Clawtoe, 221-238 
causes of, 223-225, 237 
description of, 221-222 
historical review of, 222-223 
idiopathic, 224-225 
modified Jones suspension for, advan- 
tages of, 236 
indications for, 228-229, 236-237 
results of, 229, 231-233, 236 
technique for, 226-228 
surgical treatment of, literature review 
of, 211-220 
versus hammer toe-mallet toe deformity 
with double corns, 263-264 
Clear cell sarcoma, 111, 163-164 
Clindamycin, oral, 695 
prophylactic, 654 
Closing base wedge osteotomy, of first 
metatarsal, alternatives to, 515-531 
Clotrimazole, in onychomycosis, 25 
in tinea pedis, 40 
Clouston syndrome, keratoses in, 78-79 
Cloxacillin, oral, 689 
Cockayne disease (localized epidermolysis 
bullosa simplex), 104-105 
Collateral ligament reconstruction, for 
overlapping toe, 282 
Compartment syndrome, in first ray 
injuries, 567, 572 
Complement fixation tests, in blistering 
diseases, 93 
Computed tomography, in implant 
arthroplasty infections, 780 
in osteomyelitis, 708 
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Congenital disorders, ectodermal defect, 
78 
keratotic lesions in, 77-81 
nail disorders in, 9, 11 
surgical treatment of, 327-342 
hallux varus, 336-338 
macrodactyly, 333-336 
overlapping toe, 338-340 
polydactyly, 327-330 
syndactyly, 330-333 
underlapping toe, 336 
Contractures, in clawtoe, 221-222 
Copper vapor laser, in plantar verrucae, 69 
Corns, double, in hammer toe-mallet toe 
deformity, 263-267 
interdigital, 201-205 
Corticosteroids, in lichen simplex 
chronicus, 53 
in pemphigus vulgaris, 96 
in plantar verrucae, 66 
in tinea pedis, 41 
Crescentic osteotomy, of first metatarsal, 
528 
Crossover toe. See Overlapping toe. 
Crush injuries, of first ray, 567, 570-572 
of toes, 318-319, 322 
Cryofibrinogenemia, skin disorders in, 148 
Cryoglobulins, in connective tissue 
diseases, 147-148 
Cryotherapy, in plantar verrucae, 61 
Culture, Borrelia burgdorferi, 603-604 
fungal, in onychomycosis, 18 
in implant arthroplasty infections, 777 
in osteomyelitis, 707 
Curly toes, surgical treatment of, 336 
Cytokines, in Lyme disease, 614 


Dapsone, in dermatitis herpetiformis, 98 
Darier’s disease, keratoses in, 80 
Débridement, in necrotizing fasciitis, 
637-638 
in osteomyelitis, 711-714 
in diabetes mellitus, 675 
Deer ticks, as ehrlichiosis vectors, 596-597, 
599-603 
as Lyme disease vectors, 596-597, 599- 
603 
Deformities, digital, surgical treatment of. 
See Digital surgery, for deformities. 
Delayed union, of first metatarsal, after 
hallux varus surgery, 409-415 
after osteotomy, 361 
Dermatitis, atopic, vs. lichen simplex 
chronicus, 50 
seborrheic, vs. lichen simplex chroricus, 
50-51 
Dermatitis herpetiformis, 98 
Dermatofibrosarcoma protuberans, 113, 
160 


Dermatology. See Nail disorders; Skin 
disorders. 
Dermatomyositis, skin disorders in, 143 
Dermatophytes, in onychomycosis, 14 
in tinea pedis. See Tinea pedis. 
web space infections from, cellulitis in, 
759-766 
Dermopathy, diabetic, 120 
Desmoid tumors, 159 
Desyndactylization, 330-333 
Diabetes mellitus, antibiotic prophylaxis 
in, 653 
blistering diseases in, 106-107 
bullosis diabeticorum in, 122-123 
dermopathy in, 120 
infections in, 671-682, 714-717 
diagnosis of, 673-674 
microbiology of, 673 
necrotizing fasciitis, 641-643 
osteomyelitis, 714-717 
pathophysiology of, 672-673 
treatment of, antibiotic selection for, 
674-677 
debridement in, 675 
duration of, 676 
intravenous antibiotic program in, 
676-679 
oral antibiotics in, 679 
ischemic foot in, 680 
lichen simplex chronicus in, 52 
necrobiosis lipoidica diabeticorum in, 
120-122 
xanthoma in, 119-120 
Dicloxacillin, oral, 689 
Digital surgery, anatomic aspects of, 
179-192 
arthrodesis in. See Arthrodesis, in digital 
deformities. 
biomechanics of, 192 
for deformities, 211-220 
arthrodesis in. See Arthrodesis, in digi- 
tal deformities. 
clawtoe, 211-220, 221-238, 263-264 
congenital, 327-342 
contracted fifth digit, 207-210 
hallux varus, 336-338 
hammer toe. See Hammer toe. 
macrodactyly, 333-336 
mallet toe, 211-220, 263-267 
metatarsal head osteotomy, 293-307 
overlapping toe. See Overlapping toe. 
pathomechanical aspects of, 197-199 
polydactyly, 327-330 
syndactyly, 330-333 
transverse plane, 279-292 
underlapping toe, 336 
with corns, 263-267 
for dislocations, 312-314 
for fractures, 314-323 
for interdigital web corn, 201-205 





implant arthroplasty, 255-262 
Jones suspension modification, 221-238 
pathomechanical aspects of, 193-199 
Z plasty in, 207-210 
Dinitrochlorobenzene, in plantar verrucae, 
62 
Dislocations, in hallux, 312-314 
in lesser toes, 323-324 
of first interphalangeal joint, 552 
of first metatarsophalangeal joint, 552- 
554 
of metatarsocuneiform joint, 555 
Displacement osteotomy, in overlapping 
toe, 283-292 
Distal articular set angle, in hallux valgus, 
373 
Dog ticks, in disease transmission, 600 
Dorsiflexion, of first metatarsal, in 
osteotomy, 360 
Downey-Rubin technique, for overlapping 
toes, 340 
Doxycycline, in ehrlichiosis, 625 
in Lyme disease, 625-626 
oral, 696 
Drugs, idiosyncratic reactions to, keratoses 
in, 79 
Duhring’s disease (dermatitis 
herpetiformis), 98 


DeVries technique, for overlapping toes, 
339-340 

Dyshidrotic eczema, 92 

Dyskeratosis congenita, 78 


Econazole, in tinea pedis, 41, 43-45 
Ecthyma gangrenosum, 106 
Eczema, dyshidrotic, 92 
Edema, in necrotizing fasciitis, 635-636, 
638 
Ehrlichia, characterization of, 606-607 
Ehrlichiosis, 595-634 
clinical features of, 608-610, 612-613 
diagnosis of, 623-625 
epidemiology of, 597-603 
microbiology of, 603-608 
pathogenesis of, 613-619 
ticks in, 596-597, 599-603 
treatment of, 625-627 
vaccine for, 628 
Elderly persons, lichen simplex chronicus 
in, 51-52 
plantar venous thrombosis in, 85-89 
Electrical methods, in plantar verrucae 
treatment, 63 
Electrodesiccation, in plantar verrucae, 63 
Electron microscopy, in blistering diseases, 
94 
Emollients, in keratotic lesions, 82 
Endocarditis, antibiotic prophylaxis for, 
656-658 
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Endothelium, vascular, malignant tumors 
of, 164-167 
Enoxacin, oral, 698 
Enterococci, vancomycin-resistant, 662-669 
acquired, 664 
antibiotic susceptibility of, 663-664 
control of, 665, 667 
epidemiology of, 662-663 
intrinsic, 663 
microbiology of, 662 
nosocomial, 667 
patients susceptible to, identification 
of, 665 
risk factors for, 662-663 
treatment options and, 664-665 
vancomycin usage guidelines and, 
665-666 
Enteropathy, gluten-sensitive, in dermatitis 
herpetiformis, 98 
Enzyme-linked immunosorbent assay, for 
Lyme disease, 620-621 
Epidermolysis bullosa acquisita, 104-105 
Epidermolysis bullosa simplex, 104 
Epiphysiodesis, in macrodactyly, 335-336 
Epithelioid hemangioendothelioma, 165 
Epithelioid sarcoma, 159 
Erysipelas, 802 
Erythema migrans, in Lyme disease, 
608-610 
Erythema multiforme, 99-100, 126-128 
Erythromycin, oral, 694 
prophylactic, in implant arthroplasty, 
786 


Etretinate, in keratotic lesions, 84 

Extensor dissociation procedure, for 
overlapping toe, 281-282 

Extensor hood, anatomy of, 187 

Extensor sling, anatomy of, 268, 270 

Extensor substitution, in hammer toe, 
193-195, 197 

Extensor wing, anatomy of, 270 

Eye, Lyme disease manifestations in, 612 


Fasciitis, necrotizing, 635-646 
streptococcal, 802-803 
Fasciotomy, in crush injuries, 572 
in necrotizing fasciitis, 637-638 
Fibrosarcoma, 158-159 
Fibroxanthoma, atypical, 160-161 
Fibular sesamoid, anatomy of, 498 
excision of, 501 
Finger joint hinged prosthesis, for digital 
arthroplasty, 257-258 
First ray, biomechanics of, 347-349 
hallux limitus of. See Hallux limitus. 
hallux rigidus of. See Hallux rigidus. 
hallux valgus of. See Hallux valgus. 
hypermobility of, Lapidus procedure in, 
488 
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First ray (Continued) 
iatrogenic deformities of, 367-422 
avascular necrosis, 392-399 
delayed union, 409-415 
in recurrence, 367-377 
in undercorrection, 367-377 
malunion, 399-409 
nonunion, 409-415 
overcorrection, 377-392 
injuries of. See Injury, of first ray. 
metatarsophalangeal joint of. See Metatar- 
sophalangeal joint. 
osteotomy of. See Osteotomy, of first meta- 
tarsal. 
sesamoid complex disorders of. See un- 
der Sesamoid complex. 
surgery on. See also specific disorder, 
e.g., Hallux valgus. 
absorbable fixation in. See Absorbable 
fixation. 
Fixation, absorbable. See Absorbable 
fixation. 
Flexor digitorum brevis muscle, anatomy 
of, 180-182 
function of, 183, 187, 192 
Flexor digitorum brevis tendon, anatomy 
of, 180-182 
function of, 187 
Flexor digitorum longus muscle, anatomy 
of, 179-182, 188 
function of, 183, 186-187, 192 
Flexor digitorum longus tendon, anatomy 
of, 179-182, 188 
function of, 186-187 
release of, in clawtoe, 226, 228 
Flexor tendons, inflammation of, in 
sesamoid complex, 510 
release of, in hallux limitus, 457 
stabilization of, in hammer toe, 193 
substitution of, in hammer toe, 195-197 
tenotomy of, in deformities, 216, 218-219 
Fluconazole, in onychomycosis, 22 
adverse effects of, 750 
drug interactions with, 751-752 
mode of action of, 745 
pharmacokinetics of, 746 
spectrum of activity of, 747 
in tinea pedis, 43 
Flucytosine, in tinea pedis, 41-42 
5-Fluorouracil, in plantar verrucae, 62, 
65-66 
Food poisoning, staphylococcal, 796 
Foreign body reaction, from absorbable 
fixation, 534 
Formalin, in plantar verrucae, 64 
Fractures, of first metatarsal, 560-566 
of first metatarsophalangeal joint, occult, 
vs. hallux limitus/rigidus, 441-445 
of hallux, 559-560, 572 
of sesamoid complex, 501-508, 555-558 


of toe, lesser, 320-323 
mechanism of injury in, 314-316 
treatment of, 316-320 
open, antibiotic prophylaxis for, 651-652 
Friction blisters, 91-92 
Fulguration, in plantar verrucae, 63 
Fungal infections, bacterial infection with, 
32 
of nail. See Onychomycosis. 
of web space, cellulitis from, 759-766 
Fungoid solution, in onychomycosis, 24 
in tinea pedis, 39 


Gait, clawtoe deformity in, 222 
digital function in, 192 
metatarsophalangeal joint movement in, 
280 
muscle function in, 183-184, 186-187, 
189, 191 
Gangrene, hemolytic streptococcal 
(necrotizing fasciitis), 635-646 
Genodermatoses, with blisters, 101-105 
Genokeratoses, 77-81 
Geographic keratoses, 81 
Giant cell tumors, malignant, 161 
Gigantism, of toe, surgical treatment of, 
333-336 
Glutaraldehyde, in plantar verrucae, 65 
Gluten-sensitive enteropathy, in dermatitis 
herpetiformis, 98 
Gram-negative organisms, in athlete’s foot, 
761-762 
Granular cell tumors, malignant, 163 
Granulocytic sarcoma, 168 
Granuloma annulare, 114 
Graves’ disease, skin disorders in, 124 
Great toe. See First ray; Hallux. 
Griseofulvin, in onychomycosis, 19 
adverse effects of, 748-749 
clinical use of, 747 
mode of action of, 745 
pharmacokinetics of, 746 
spectrum of activity of, 746 
in tinea pedis, 42, 45 
Gumma, in syphilis, 132-133 
Guttate keratoses, 80-81 


Hallux. See also First ray; specific bones 
and joints, e.g., Metatarsal(s). 
flexor stabilization syndrome of, 429-431 
fractures of, 559-560, 572 
interphalangeal joint dislocation in, 312- 
314 

phalangeal fracture in, 314-316 
stubbing injuries of, 559-560 

Hallux equinus, 427-429, 438 





Hallux limitus, 423-448, 449-459 
arthrodesis in, 458 
arthroplasty in, 457-458 
causes of, 423-424 
cheilectomy in, 450-452 
classification of, 432 
clinical features of, 424-425 
evaluation of, 449-450 
examination of, 425-427 
flexor stabilization syndrome in, 429-431 
hallux equinus in, 427-429 
historical review of, 423-424 
Lapidus procedure in, 488 
metatarsus primus elevatus in, 427-429 
natural history of, 437-441 
osteotomy in, 452-454 
radiography of, 431-437, 449-450 
soft-tissue release in, 454, 456-457 
vs. occult articular fracture, 441-445 
Hallux malleus, 501 
Hallux rigidus, 423-448 
causes of, 423-424 
classification of, 461 
clinical features of, 424-425 
examination of, 425-427 
first metatarsophalangeal arthrodesis in, 
473-476 
flexor stabilization syndrome in, 429-431 
hallux equinus in, 427-429 
Lapidus procedure in, 488 
metatarsophalangeal arthrodesis in, 469- 
471 
metatarsus primus elevatus in, 427-429 
natural history of, 437-441 
radiography of, 431-437 
vs. occult articular fracture, 441-445 
Hallux valgus, biomechanical aspects of, 
347-354 
etiology of, 349, 371 
in adolescents, treatment of, 352-353 
recurrence of, 367-377 
after metatarsal osteotomy, 361 
definition of, 367 
etiology of, 368-372 
evaluation of, 372-373 
incidence of, 367-368 
treatment of, 373-378, 380 
surgery for, absorbable fixation in, 533- 
547 
closing base wedge osteotomy alterna- 
tives in, 515-531 
crescentic osteotomy, 528 
iatrogenic deformities in, 367-422 
recurrence, 367-377 
undercorrection, 367-377 
iatrogenic deformities of, overcorrec- 
tion, 377-392 
Lapidus procedure, 349, 352, 485-496 
Ludloff osteotomy, 527-528 
Mau osteotomy, 528 
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metatarsal osteotomy, complications 
of, 355-365 
off-set V osteotomy, 526-527 
transpositional/rotational base osteot- 
omy in, 519-523 
wedge shelf osteotomy, 525-526 
Z-bunionectomy, 523-525 
Hallux varus, congenital, surgical 
treatment of, 336-338 
in hallux valgus overcorrection, 377-392 
definition of, 377, 382-383 
etiology of, 379, 381, 384-387 
evaluation of, 387-389 
incidence of, 379 
treatment of, 389-392 
in metatarsal osteotomy, 363-364 
surgery for, avascular necrosis in, 392- 
399 
delayed union in, 409-415 
malunion in, 399-409 
nonunion in, 409-415 
Haloprogin, in tinea pedis, 39 
Hammer toe, causes of, 239-240 
implant arthroplasty for, Sgarlato pros- 
thesis for, 260-262 
Weil flexible prosthesis for, 258-259 
lesser digits, in pes planovalgus, 429 
mallet toe and double corns with, 263- 
267 
pathomechanics of, 193-199 
surgical treatment of, literature review 
of, 211-220 
pathomechanical aspects of, 197-199 
Hansen procedure, in hallux valgus, 
352-353 
Healing abnormalities, delayed union, of 
first metatarsal, after hallux varus 
surgery, 409-415 
after osteotomy, 361 
malunion, of first metatarsal, after hal- 
lux varus surgery, 399-409 
nonunion, of first metatarsal, after hal- 
lux varus surgery, 409-415 
after osteotomy, 361 
of sesamoids, 505-506 
Hemangioendothelioma, 165 
malignant, 113 
Hemangiopericytoma, 165 
Hematologic system, malignant tumor 
origin in, 167-168 
Hematoma, subungual, 310 
Hemiphalangectomy, in overlapping toe, 
283 
Henoch-Schonlein purpura, 115 
Heparin, in necrotizing fasciitis, 638 
Herpes zoster, 115 
Hibbs suspension, for hammer toe, 
198-199 
Higg arthrodesis, 240, 242 
Histiocytoma, malignant fibrous, 159-160 
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Histofreezer, in plantar verrucae, 61 
HIV infection. See Human immunodeficiency 
virus infection. 
Howel-Evans syndrome, keratoses in, 75 
Human granulocytic ehrlichiosis. See 
Ehrlichiosis. 
Human immunodeficiency virus infection, 
antibiotic prophylaxis in, 652-653 
Kaposi's sarcoma in, 166-167 
onychomycosis in, 26, 752-753 
tuberculosis and, 729 
Human monocytic ehrlichiosis. See 
Ehrlichiosis. 
Human papillomavirus, in plantar 
verrucae, 55-57 
Hyfrection, in plantar verrucae treatment, 
63 
Hyperbaric oxygen therapy, for 
necrotizing fasciitis, 640-641 
for osteomyelitis, 719-720 
Hyperextension injury, of first 
metatarsophalangeal joint, 551-553 
Hyperthyroidism, skin disorders in, 
123-124 
Hypothyroidism, skin disorders in, 75, 
124-125 


Iatrogenic deformities, of first ray. See 
First ray, iatrogenic disorders of. 
Ichthyosiform erythroderma, congenital, 77 
Id reactions, blisters in, 92-93 
Immune response, in Lyme disease, 
613-619 
Immunobullous diseases. See under 
Blistering diseases. 
Immunodeficiency, antibiotic prophylaxis 
in, 652-653 
Immunofluorescence assay, in blistering 
diseases, 93 
Immunoglobulin A, linear accumulation 
of, 98-99 
Immunotherapy, in plantar verrucae, 
62-63 
Impetigo, bullous, 105 
Implant(s), bioabsorbable. See Absorbable 
fixation. 
insertion of, antibiotic prophylaxis for, 
650-651 
late infections of, antibiotic prophylaxis 
for, 651 
reactions to, in first metatarsal osteot- 
omy, 357 
staphylococcal infections of, 799-800 
Implant arthroplasty, digital, 255-262 
contraindications to, 257 
goals of, 256 
indications for, 256-257 
Sgarlato hammertoe implant 
prosthesis for, 260-262 


Sutter hinged prosthesis for, 259-260 
Swanson finger joint hinged 
prosthesis for, 257-258 
Weil flexible prosthesis for, 258-259 
failure of, first metatarsophalangeal 
arthrodesis in, 477-480 
in hallux limitus, 458 
infections in, 767-791 
diagnosis of, 772-781 
early, 775-776 
etiology of, 768-769 
late, 775-776 
pathogenesis of, 770-772 
prevention of, 781, 783-786 
route of, 769 
treatment of, 786-787 
Incontinentia pigmenti, 78 
Indirect fluorescent antibody technique, in 
ehrlichiosis diagnosis, 624 
Infections, antibiotics for, in diabetes 
mellitus, 671-682 
oral, 683-699 
cellulitis, after web space dermato- 
phytosis, 759-766 
diabetic, 671-682 
ehrlichiosis, 595-634 
endocarditis, 656-658 
enterococcal, vancomycin-resistant, 661- 
669 
fungal, bacterial infection with, 32 
of nail. See Onychomycosis. 
of web space, 759-766 
in implant arthroplasty, 767-791 
Lyme disease, 595-634 
necrotizing fasciitis, 635-646 
of bone. See Osteomyelitis. 
osteoarticular tuberculosis, 725-739 
prophylaxis of, 647-660 
staphylococcal, 793-800 
streptococcal, 800-810 
Inflammation, from implants, 773, 775 
Inflammatory arthritic syndrome, skin 
disorders in, 143-145 
Injection therapy, in plantar verrucae, 
-62 


Injury, antibiotic prophylaxis for, 648-649 
digital, 309-326 
hallux interphalangeal joint disloca- 
tion, 312-314 
lesser toe, 320-324 
mechanism of, 314-316 
nail injuries, 309-312 
proximal phalanx fractures, 314 
treatment of, 316-320 
of first ray, 549-573 
capsular, in first metatarsal osteotomy, 
356-357 
compartment syndrome in, 567, 572 
complications of, 551 
crush, 567, 570-572 





evaluation of, 549 
hallux fractures, 559-560 
interphalangeal joint dislocations, 552 
metatarsal fractures, 560-566 
stress, 563, 568-569 
metatarsocuneiform joint dislocations, 
555 
metatarsophalangeal joint, disloca- 
tions, 552-554 
in metatarsal osteotomy, 363 
sprains, 551-552 
vs. hallux limitus/rigidus, 441-445 
sesamoid complex, 507-510, 555-558 
treatment of, 549-551 
Interdigital corn, 201-205 
Interdigital tinea pedis, 35-36 
Interferon alpha-2, in plantar verrucae, 62 
Intermetatarsal angle, negative, recurrent 
hallux valgus and, 386-387 
Internal fixation, of first 
metatarsophalangeal arthrodesis, 468 
Interosseus muscles and tendons, anatomy 
of, 183, 185 
function of, 183-185, 192 
Interphalangeal joint(s), arthrodesis of, in 
deformities, 212-215, 239-250 
complications of, 245-246 
end-to-end type, 243-247, 251-254 
historical aspects of, 240-243 
postoperative care in, 247 
procedures for, 244-245 
results of, 247, 250 
“VW” type, 243-247 
vs. arthroplasty, 246 
arthroplasty of, in web space corn, 204 
dislocation of, in hallux, 312-314 
in lesser toes, 323-324 
first, arthrodesis of, absorbable fixation 
in, 535-536 
dislocation of, 552 
soft-tissue procedures on, in deformities, 
216, 218-219 
Ischemic necrosis. See Avascular necrosis. 
Islet keratoses, 81 
Isotretinoin, in keratotic lesions, 84 
Itching. See Pruritus. 
Itraconazole, in onychomycosis, 21-22 
adverse effects of, 749 
clinical use of, 748 
drug interactions with, 750-751 
mode of action of, 745 
pharmacokinetics of, 746 
spectrum of activity of, 746 
in tinea pedis, 43 
Ixodes, as ehrlichiosis vectors, 596-597, 
599-603 
as Lyme disease vectors, 596-597, 599- 
603 
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Joints, tuberculosis of. See Tuberculosis. 
Jones suspension, modified, in clawtoe 
correction, advantages of, 236 
indications for, 228-229, 236-237 
results of, 229, 231-233, 236 
technique for, 226-228 
Jones wedge resection and fusion, 240-241 


Kaposi's sarcoma, 114, 166-167 
Keller procedure, modified, in hallux 
limitus, 457-458 
Keloid formation, in first metatarsal 
osteotomy, 355-356 
Keratinization, of skin, 73-74 
Keratoacanthoma, 114 
Keratoderma, psoriatic, 79 
Keratoderma climactericum, 82 
Keratolytic agents, in keratotic lesions, 
82-83 
Keratoma hereditarium mutilans, 81 
Keratosis blennorrhagica, 79 
Keratosis follicularis, 80 
Keratosis palmaris et plantaris hereditaria, 
77 
Keratosis punctata, 80 
Keratotic lesions, 73-84 
acquired, 79-80 
congenital, 77-81 
diagnosis of, algorithm for, 74 
diffuse, 77-79 
geographic, 81-82 
guttate, 80-81 
in systemic illness, 74-76 
neoplastic, 76-77 
nonsystemic, nonneoplastic, 77-82 
normal keratinization and, 73-74 
pitted, 76 
punctate, 80-81 
treatment of, 82-83 
Ketoconazole, in onychomycosis, 19, 21 
adverse effects of, 749 
clinical use of, 747 
mode of action of, 745 
pharmacokinetics of, 746 
spectrum of activity of, 746 
in tinea pedis, 40-41, 43-45 
Kidney disease, skin disorders in, 125-126 
Kirschner wires, in arthrodesis, of digits, 
213 
of interphalangeal joints, 244 


Lacerations, antibiotic prophylaxis for, 
648-649 
of nail bed, 311 
Lapidus procedure, 349, 352 
historical review of, 485-487 
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Lapidus procedure (Continued) 
indications for, 488 
postoperative course of, 493-494 
radiographic evaluation before, 488-489 
results of, 494-495 
technique for, 489-493 

Laser surgery, in plantar verrucae, 63, 

67-69 


Leiomyoblastoma, 162 
Leiomyosarcoma, 112-113, 162 
Lichen planus, 79, 128-130 
vs. lichen simplex chronicus, 50 
Lichen simplex chronicus, 47-54 
differential diagnosis of, 49-51 
etiology of, 47-49 
microscopic findings in, 51 
natural course of, 47-49 
neurogenic components of, 51 
pruritus in, 51-52 
treatment of, 52-53 
Lincosamides, oral, 693-695 
Linear Ig A dermatosis, 98-99 
Liposarcoma, 161-162 
Lisfranc fracture dislocation, overlapping 
toe in, 272 
Livedo reticularis, 146-147 
Lone-star ticks, in disease transmission, 
600 
Loracarbef, oral, 692 
Ludloff osteotomy, 527-528 
Lumbrical muscles, anatomy of, 180 
function of, 187, 189, 191-192 
Lupus anticoagulant, skin disorders 
related to, 148-149 
Lyell’s syndrome, 101 
Lyme disease, 595-634 
antibiotic prophylaxis and, 658 
chronic (stage III), 612 
clinical features of, 608-612 
diagnosis of, 619-623 
disseminated (stage II), 611-612 
early localized (stage I), 610-611 
epidemiology of, 597-603 
immune response in, 613-619 
microbiology of, 603-608 
pathogenesis of, 613-619 
ticks in, 596-597, 599-603 
treatment of, 625-627 
vaccine for, 627-628 
Lymphoma, skin manifestations of, 168 


McBride procedure, recurrent hallux 
valgus after, 384-385 

Maceration, in web space infection, 
cellulitis from, 762 

McFarland operation, for overlapping toes, 
339 

Macrodactyly, surgical treatment of, 
333-336 


Macrolides, in staphylococcal infections, 
807 
in streptococcal infections, 807 
oral, 693-695 
Magnetic resonance imaging, in implant 
arthroplasty infections, 780 
in osteomyelitis, 708-709 
of sesamoid fractures, 502-505 
Mal de Meleda, 77 
Malignancy, of skin, 109-114, 155-172 
adipocytic sarcoma, 161-162 
diagnosis of, 156-158 
fibrous sarcoma, 158-161 
histiocytic sarcoma, 158-161 
metastatic, 168-169 
of hematologic origin, 167-168 
of muscle origin, 162 
of neuroectodermal origin, 163-164 
of osteochondral origin, 167-168 
of pericyte origin, 164-167 
of vascular endothelial origin, 164-167 
skin structure and, 155-156 
Malignant fibrous histiocytoma, 159-160 
Malignant melanoma, 111-112 
Mallet toe, hammer toe and double corns 
with, 263-267 
surgical treatment of, literature review 
of, 211-220 
Malposition, in first metatarsal osteotomy, 
358-361 
Malunion, of first metatarsal, after hallux 
varus surgery, 399-409 
Martin procedure, for transpositional / 
rotational base osteotomy, 519-523 
Mastocytoma, 167-168 
Mau osteotomy, 528 
Mechanical testing, of first metatarsal 
osteotomy, 575-587 
absorbable fixation in, 578-579, 
584-585 
bone specimens in, 579-580 
loading conditions in, 581-582 
loading equipment for, 582-584 
specimen preparation for, 584 
synthetic materials in, 580-581 
Melanoma, malignant, 111-112 
Meleney’s ulcer (necrotizing fasciitis), 
635-646, 802-803 
Merkel cell carcinoma, 164 
Mesenchymoma, 156 
Metabolic disease, skin disorders in, 
119-138 
diabetes mellitus, 119-123 
erythema multiforme, 126-128 
kidney disease, 125-126 
lichen planus, 128-130 
psoriasis, 133-135 
syphilis, 130-133 
thyroid disease, 123-125 
Metal fixation components, vs. absorbable 
fixation, 540-544 





Metallosis, in implant arthroplasty, 773 
Metastasis, to skin, 168-169 
Metatarsal(s), first, delayed union of, after 
hallux varus surgery, 409-415 
fractures of, 560-566 
head of. See Metatarsal head, first. 
malunion of, after hallux varus 
surgery, 399-409 
nonunion of, after hallux varus 
surgery, 409-415 
osteotomy of. See Osteotomy, of first 
metatarsal. 
shortening of, after osteotomy, 358 
stress fractures of, 563, 568-569 
Metatarsal head, first, avascular necrosis 
of, in hallux valgus correction, 
392-399 
displacement of, in metatarsal 
osteotomy, 358, 360-361 
excessive resection of, 362 
remodeling of, in hailux limitus, 
450-452 
shape of, hallux valgus surgery 
outcome and, 381, 384 
osteotomy of, in overlapping toe, 297- 
306 
Metatarsocuneiform joint, first, arthrodesis 
of, absorbable fixation in, 536 
in Lapidus procedure. See Lapidus 
procedure. 
dislocation of, 555 
Metatarsophalangeal joint(s), dislocation 
of, overlapping toe in. See Overlapping 
toe. 
first, ankylosis of. See Hallux rigidus. 
arthritis of. See Hallux limitus. 
arthrodesis of, 4641-484 
absorbable fixation in, 535-536 
case studies in, 469-480 
historical review of, 462-463 
in adducted second digit, 471-473 
in hallux limitus, 458 
in hallux rigidus, 469-471, 473-476 
in implant arthroplasty failure, 477- 
480 
postoperative considerations in, 
468-469 
preoperative considerations in, 463- 
464 
rationale for, 463 
technique for, 464468 
capsulorrhaphy of, in hallux valgus, 
352-354 
dislocation of, 552-554 
flexibility of, hallux valgus surgery 
outcome and, 384 
fractures of, vs. hallux limitus/rig- 
idus, 441-445 
implant arthroplasty of, 458 
injury of, in metatarsal osteotomy, 363 
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vs. hallux limitus/rigidus, 441-445 
limited motion of. See Hallux limitus. 
osteochondritis dissecans of, 444 
sesamoids of. See Sesamoid complex. 
sprain of, 551-552 

Metatarsus primus adductus, radiography 
of, 433-436 
Metatarsus primus elevatus, 427-429 
after base wedge osteotomy, 405 
surgery for, 453-454 
Metronidazole, oral, 699 
Miconazole, in tinea pedis, 39-40, 42 
Microscopy, electron, in blistering 
diseases, 94 
in onychomycosis, 17-18 
Minocycline, oral, 696 
Mitchell procedure, metatarsal dorsiflexion 
in, 360 
Moccasin-type tinea pedis, 36-37 
Molds, in onychomycosis, 15 
Morton, Dudley J., on foot biomechanics, 
347-354 
Motor neuron diseases, clawtoe in, 
223-225 
Mouse, as tick reservoir, 602 
Muscle, sarcoma origin in, 162 
Myalgia, in Lyme disease, 610-611 
Mycobacterial infections, atypical, 730 
Mycobacterium tuberculosis. See Tuberculosis. 
Mycosis fungoides, skin manifestations of, 
168 
Myxedema, in hypothyroidism, 125 
pretibial, 115 


Naftifine, in tinea pedis, 40 
Nail, avulsion of, in onychomycosis, 25-26 
injuries of, 309-312 
of hallux, 559 
Nail disorders, 1-12 
anatomic aspects of, 1-5 
clinical features of, 7-11 
color abnormalities in, 9 
common conditions, 7-9 
diagnosis of, 5-7 
embryologic development and, 3-4 
in congenital syndromes, 9, 11 
in hyperthyroidism, 123-124 
in kidney disease, 125-126 
in psoriasis, 134 
in syphilis, 132 
in systemic disease, 11 
onychomycosis. See Onychomycosis. 
treatment of, 11 
Necrobiosis lipoidica diabeticorum. 
120-122 
Necrosis, avascular, of first metatarsal 
head, after osteotomy, 362-363 
in hallux valgus correction, 392-399 
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Necrosis (Continued) 
of sesamoids, 506-508, 555-556 
Necrotizing fasciitis, 635-646 
case report of, 641-643 
classification of, 639-640 
clinical features of, 635-636 
historical review of, 635 
microbiology of, 639 
mortality in, 636 
streptococcal, 802-803 
treatment of, 637-638 
antibiotics in, 639 
hyperbaric oxygen in, 640-642 
Neodymium:yttrium-aluminum-garnet 
laser, in plantar verrucae, 68 
Neonates, osteomyelitis in, 704-705 
Neoplasms, keratotic, 76-77 
Neoplastic proliferating 
angioendotheliomatosis, 165-166 
Nerve injury, in first metatarsal osteotomy, 
356 
Neuroborreliosis, 611 
treatment of, 626 
Neurodermatitis, localized. See Lichen 
simplex chronicus. 
Neuroectodermal tumors, malignant, 
163-164 
Neurofibromatosis, malignant tumors in, 
163 
Neurofibrosarcoma, 163 
Neurologic disorders, clawtoe in, 223-224 
Nightwalker fractures, of lesser toes, 
320-321 
Nikkomycin, in onychomycosis, 745 
Nodules, plantar, venous thrombosis as, 
85-89 
Nonunion, of first metatarsal, after hallux 
varus surgery, 409-415 
after osteotomy, 361 
of sesamoids, 505-506 
Nummular keratoses, 81 
Nutritional disorders, keratoses in, 79 
Nystatin, in tinea pedis, 40, 42 


Occupational exposure, to fungi, in nail 
debridement, 26 
Off-set V osteotomy, of first metatarsal, 
526-527 
Ofloxacin, oral, 697-698 
Olmsted syndrome, keratoses in, 78-79 
Onychomycosis, 13-29, 741-758 
Candida, 16-17, 743 
clinical classification of, 15-17 
clinical features of, 742-743 
dermatophytes in, 14 
diagnosis of, 17-18, 743-744 
differential diagnosis of, 743-744 
distal subungual, 15-16, 742 


epidemiology of, 741-742 
in HIV infection, 26, 752-753 
microbiology of, 742 
molds in, 15 
proximal subungual, 16, 742-743 
recurrent, 27 
superficial white, 16 
total dystrophic, 743 
treatment of, antifungal agents in, 744— 
752 
adverse reactions of, 748-750 
classification of, 744 
clinical studies on, 747-748 
drug interactions with, 750-752 
efficacy of, 747-748 
investigational, 745 
mode of action of, 745 
pharmacokinetics of, 746 
spectrum of activity of, 746-747 
long-term, 27 
nail avulsion in, 25-26 
nail dust hazards in, 26 
oral, 18-23 
topical, 23-25 
white superficial, 743 
yeasts in, 14 
Open fractures, antibiotic prophylaxis for, 
651-652 
digital, 319-329, 322-323 
of first metatarsal, 561, 563 
Open reduction, of digital fractures, 317 
Osteoarthritis, of first metatarsophalangeal 
joint. See Hallux limitus. 
Osteochondral tissue, malignant tumor 
origin in, 167-168 
Osteochondritis dissecans, of first 
metatarsophalangeal joint, 444 
of sesamoids, 506-508 
Osteomyelitis, 701-729 
classification of, 701-706 
diagnosis of, 706-709 
in diabetes mellitus, 671-682 
diagnosis of, 673-674 
microbiology of, 673 
pathophysiology of, 672-673 
treatment of, antibiotic selection for, 
674-677 
debridement in, 675 
duration of, 676 
intravenous antibiotic program in, 
676-679 
oral antibiotics in, 679 
in implant arthroplasty, 772-773 
in nail injuries, 309, 311-312 
in neonates, 704-705 
microbiology of, 704 
pyogenic, vs. tuberculous, 731 
staphylococcal, 795 
treatment of, 709-714 
antibiotics in, 709-711 





hyperbaric oxygen therapy for, 719- 
720 
in diabetes mellitus, 714-717 
surgical, 711-714 
tuberculous, 730-731, 734-735 
vertebral, 718-719 
Osteonecrosis. See Avascular necrosis. 
Osteopenia, of first ray sesamoids, in 
hallux limitus, 432-433 
Osteotomy, in overlapping toe, 283-292 
of metatarsal head, 297-306 
of first metatarsal, 575-587 
absorbable fixation of, 535, 578-579, 
584-585 
closing base wedge, alternatives to, 
515-531 
complications of, 355-365 
crescentic, 528 
dorsal angulation after, 404 
in hallux limitus, 452-454 
Ludloff, 527-528 
Mau, 528 
mechanical testing of, bone specimens 
in, 579-580 
historical review of, 576-578 
loading conditions in, 581-582 
loading equipment for, 582-584 
specimen preparation for, 584 
synthetic materials in, 580-581 
off-set V type, 526-527 
plantarflexory, 405 
revisional, 376 
stability of, assessment of, 579-585 
transpositional/rotational base, 519- 
523 
wedge shelf, 525-526 
Z-bunionectomy, 523-525 
Overlapping toe, 268-277, 279-292, 
293-307 
anatomy of, 268-271, 294 
causes of, 271-274, 280-281, 294-295 
clinical presentation of, 294 
congenital, 338-340 
severity of, 269 
treatment of, 274-276 
congenital, 338-340 
conservative, 295-296 
displacement osteotomy in, 283-292 
laterally closing metatarsal head oste- 
otomy in, 297-306 
literature review of, 281-283 
Oxacillin, oral, 688 
Oxiconazole, in tinea pedis, 40 
Oxygen therapy, hyperbaric, for 
necrotizing fasciitis, 640-641 
for osteomyelitis, 719-720 


Pachyonychia congenita, 78 
Papillomavirus, in plantar verrucae, 55-57 
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Partitions, of sesamoid complex, 499-500, 
555 
Pediatric patients, osteomyelitis in, 
704-705, 710-711 
Pemphigus, keratoses in, 79 
Pemphigus erythematosus, 95-96 
Pemphigus foliaceus, 95-96 
Pemphigus vulgaris, 94-96 
Penicillin(s), in Lyme disease, 625 
in staphylococcal infections, 805 
oral, 687-690 
Penicillin V, oral, 688 
Peripheral nerve sheath tumor, malignant, 
163 
Pes cavus, digital pathomechanics in, 
193-194 
Pes planovalgus, hallux limitus/rigidus in, 
428-429 
Phalanges, fracture of, in hallux, 314-316 
osteomyelitis of, from trauma, 311-312 
osteotomy of, in overlapping toe, 283- 
292 
resection of, in arthrodesis, 252 
in deformities, 213, 217-218 
Pins, absorbable. See Absorbable fixation. 
Pinta, keratoses in, 79 
Pityriasis rubra pilaris, 79 
Plantar fascia, function of, 192 
release of, in hallux limitus, 454, 456-457 
Plantar nodules, venous thrombosis as, 
85-89 
Plantar verrucae, 55-71 
clinical features of, 59 
pathogenesis of, 55-60 
treatment of, 59-69 
cryotherapy in, 61 
electrical methods in, 63 
environmental changes in, 60-61 
immunotherapy in, 62-63 
injection therapy in, 61-62 
pharmacologic, 64-66 
psychotherapy in, 61 
radiation in, 61 
surgical, 66-69 
Plantarflexion, of first metatarsal, in 
osteotomy, 360-361 
Podophyllin, in keratotic lesions, 83-84 
in plantar verrucae, 65 
Polydactyly, surgical treatment of, 327-330 
Polyglycolic acid, in absorbable fixation, 
533-534 
Poly-L-lactide, in absorbable fixation, 
534-535 
Polymerase chain reaction, in ehrlichiosis 
diagnosis, 624-625 
in Lyme disease diagnosis, 622-623 
Polymyositis, skin disorders in, 143 
Polyoxin, in onychomycosis, 745 
Polyparadiaxanone, in absorbable fixation, 
533-534 
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Pompholyx, 92 

Porphyria cutanea tarda, 101-104 

Post procedure, for hammer toe, 198 

Potassium hydroxide test, in tinea pedis, 
32-33 

Potassium titanyl phosphate laser, in 
plantar verrucae, 68-69 

Pott’s disease, 732, 734 

Povidone-iodine, in tinea pedis, 39 

Pretibial myxedema, 115 

Probenecid, oral, 689 

Prophylaxis, antibiotic. See under 
Antibiotics. 

Prostheses, for digital joints. See Implant 
arthroplasty. 

Proximal articular set angle, in hallux 
valgus, 373 

Pruritus, in kidney disease, 126 

in lichen simplex chronicus, 47-52 
Pseudomonas, in necrotizing fasciitis, 639 
Psoriasis, 133-135 
vs. lichen simplex chronicus, 50 

Psoriatic arthritis, 144 

Psoriatic keratoderma, 79 

Psychotherapy, in plantar verrucae, 61 

Punctate keratoses, 80-81 

Puncture wounds, antibiotic prophylaxis 
for, 648-649 

Purified protein derivative, in tuberculosis 
screening, 728 

Purpura, Henoch-Schonlein, 115 

Pyoderma gangrenosum, 149 


Quadratus plantae muscle, anatomy of, 
180 
function of, 186 
Quinolones, in staphylococcal infections, 
806 
oral, 696-698 


Radiation therapy, in plantar verrucae, 61 
Raynaud’s phenomenon, 147 
Regnauld classification, of hallux rigidus, 
462 
Reiter’s syndrome, skin disorders in, 
143-144 
Resistance, to vancomycin, in enterococci, 
662-669 
Retinoic acid, in plantar verrucae, 65 
Retinoids, in keratotic lesions, 83 
Rhabdomyosarcoma, 162 
Rheumatic disease, skin disorders in, 
139-153 
inflammatory arthritic syndrome, 
143-145 
rheumatoid arthritis, 140-141 


Sjégren’s syndrome, 142 
systemic lupus erythematosus, 
141-142, 148 
systemic sclerosis, 142-143 
ulcers, 150-151 
vasculitis, 145-150 
Rheumatic fever, streptococci in, 802 
Rheumatoid arthritis, skin disorders in, 
140-141 
Richner-Hanhart syndrome, keratoses in, 
81 
Rifampin, in staphylococcal infections, 807 
in streptococcal infections, 807 
oral, 699 


Salicylic acid, in keratotic lesions, 83 
in plantar verrucae, 64 
Salter-Harris classification, of physeal 
injuries, 315-316 
Saperconazole, in onychomycosis, 745 
Sarcomas, clear cell, 111 
fibrous, 158-161 
granulocytic, 168 
Kaposi's, 114, 166-167 
of muscle origin, 162 
synovial, 161 
Scabies, 115 
Scalded skin syndrome, staphylococcal, 
105-106, 796 
Scarf bunionectomy, 523-525 
Scarring, in first metatarsal osteotomy, 
355-356 
SCH 39304, in onychomycosis, 745 
Schwannoma, malignant, 163 
Scleroderma, 80 
Screws, bioabsorbable. See Absorbable 
fixation. 
Seborrheic dermatitis, vs. lichen simplex 
chronicus, 50-51 
Septic arthritis, tuberculous, 731-732, 
735-736 
Sesamoid complex, 497-513 
anatomy of, 498 
disorders of, absence, 500-501 
avascular necrosis, 506-508 
capsuloligamentous injuries, 508-510 
clinical features of, 498-499 
comminuted injury, 507-508 
differential diagnosis of, 498-499 
dislocation, 553-555 
excision in, 557 
fractures, 501-508, 555-558 
iatrogenic, 371 
imaging of, 502-505 
in hallux limitus, 432-433 
nonunion, 505-506 
partitions, 499-500, 555 
tendinitis, 510 





fractures of, 555-558 
Sesamoidal-phalangeal ligament, anatomy 
of, 498 
Sesamoiditis, 510 
Sézary’s syndrome, 168 
Sgarlato prosthesis, hammertoe, 260-262 
Sutter hinged interphalangeal joint, 259- 
260 
Shin spots, in diabetes mellitus, 120 
Shortening, in first metatarsal osteotomy, 
358 
Silastic prosthesis, finger joint hinged, 
257-258 
Weil design hammer toe, 258-259 
Silver sulfadiazine, in tinea pedis, 40-41 
Sjégren’s syndrome, skin disorders in, 142 
Skin, healing problems in, in first 
metatarsal osteotomy, 355-356 
keratinization of, 73-74 
structure of, 155-156 
Skin disorders, blistering, 91-108 
erythema multiforme, 126-128 
in diabetes mellitus, 119-123 
in inflammatory arthritic syndrome, 
143-145 
in kidney disease, 125-126 
in Lyme disease, 608-610, 612 
in rheumatic disease, 139-153 
in Sjégren’s syndrome, 142 
in syphilis, 130-133 
in systemic lupus erythematosus, 141- 
142 
in systemic sclerosis, 142-143 
in thyroid disease, 123-125 
keratotic, 73-84 
lichen simplex chronicus, 47-54 
lower extremity, 109-117 
malignant, 109-114 
metabolic, 119-138 
metastatic tumors, 168-169 
neoplastic, 76-77. See also Malignancy. 
plantar verruca, 55-71 
psoriasis, 133-135 
streptococcal infections, 803 
tinea pedis, 31-46 
ulcers, 150-151 
venous thrombosis of sole, 85-89 
Skin tests, for tuberculosis, 728-729 
Soft corn, 201-205 
Soft-tissue release, in hallux limitus, 454, 
456-457 
Soule arthrodesis, 240-241 
Spindle cell hemangioendothelioma, 165 
Spine, tuberculosis of, 732, 734 
Spitz nevus, 114 
Splirting, of overlapping toes, 338-339 
Sprains, of first metatarsophalangeal joint, 
551-552 
Squamous cell carcinoma, 109-110 
Stance, muscle function in, 183, 186 
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Staphylococcal infections, 793-800 
antibiotic prophylaxis for, 653-654 
coagulase-negative, 798-800 
in implant arthroplasty, 768 
treatment of, 805-807 

Staphylococcal scalded skin syndrome, 

105-106 
Staphylococcus aureus infections, 794-798 
Staphylococcus epidermidis infections, 
antibiotic prophylaxis for, 653-654 
Stasis dermatitis, vs. lichen simplex 
chronicus, 50 
Static electricity, in plantar verrucae 
treatment, 63 

Stevens-Johnson syndrome, 100-101, 127 

Streptococcal infections, 800-805 
in implant arthroplasty, 768 
necrotizing fasciitis, 639 
treatment of, 805-807 

Streptococcus agalactiae infections, 804-805 

Streptococcus pyogenes infections, 801-803 

Stress fractures, of first metatarsal, 563 
of hallux, 316 
of sesamoid complex, 501-508, 555-557 

Stress shielding, in absorbable fixation, 

542-543 
Stubbing injuries, of hallux, 559-560 
Sulconazole, in tinea pedis, 39 
Sulfapyridine, in dermatitis herpetiformis, 
98 

Supernumerary digits, surgical treatment 
of, 327-330 

Surgery, antibiotic prophylaxis for, 

650-656 
clean, 650 
implant insertion, 650-651 
in immunocompromise, 652-653 
in open fractures, 651-652 
in trauma, 651-652 
late prosthetic infection, 651 
prolonged, 652 
digital. See Digital surgery. 

Sutter hinged prosthesis, for implant 
arthroplasty, 259-260 

Sutures, in arthrodesis, of digital 
deformities, 251-254 

Swanson finger joint hinged prosthesis, for 
digital arthroplasty, 257-258 

Syndactyly, in web space corn treatment, 
204 

surgical treatment of, 330-333 

Syphilis, skin disorders in, 75, 130-133 

Syringomyelia, keratoses in, 79-80 

Systemic lupus erythematosus, blistering 

in, 99 
skin disorders in, 141-142, 148 
Systemic sclerosis, skin disorders in, 
142-143 
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T lymphocytes, response of, in rheumatic 
disease, 144 
Taylor arthrodesis, 242-243 
Tea tree oil, in onychomycosis, 25 
Teicoplanin, in staphylococcal infections, 
806 
in streptococcal infections, 806 
Tendinitis, of sesamoid complex, 510 
Tendons, flexor. See Flexor tendons. 
injury of, in first metatarsal osteotomy, 
356 
transfer of, in overlapping toe, 282-283, 
339 
Tendosynovial sarcoma, 161 
Tenotomy, in deformities, 216, 218-219 
Terbinafine, in onychomycosis, 22-23 
adverse effects of, 749-750 
clinical use of, 747-748 
drug interactions with, 752 
mode of action of, 745 
pharmacokinetics of, 746 
spectrum of activity of, 747 
in tinea pedis, 41, 43-45 
Tetracyclines, in ehrlichiosis, 625 
in Lyme disease, 625 
oral, 696 
Thrombosis, venous, as plantar nodule, 
85-89 
Thyroid disease, skin disorders in, 123-125 
Tibial sesamoid, absence of, 500-501 
anatomy of, 498 
avascular necrosis of, 506 
excision of, 500-501 
fracture of, 558 
Ticks, as ehrlichiosis vectors, 596-597, 
599-603 
as Lyme disease vectors, 596-597, 599- 
603 
antibiotic prophylaxis and, 658 
Tinea pedis, 31-46 
athlete’s foot in, 33-34 
bacterial infection with, 32 
classification of, 31 
diagnosis of, 32-33 
differential diagnosis of, 31 
interdigital, 35-36 
moccasin-type, 36-37 
prevention of, 34 
treatment of, 34 
antifungal agents for, 38 
clinical trials in, 43-45 
oral, 41-43 
topical, 38-41 
vesiculobullous, 37-38 
Toe(s), claw. See Clawtoe. 
corn between, 201-205 
crossover. See Overlapping toe. 
curly, surgical treatment of, 336 
fifth, contraction of, Z-plasty for, 207- 
210 


function of, 192 
gigantism of, surgical treatment of, 333- 
336 


great. See First ray. 
hammer. See Hammer toe. 
mallet. See Mallet toe. 
overlapping. See Overlapping toe. 
pathomechanics of, 193-199 
second, adduction of, first metatarsopha- 
langeal arthrodesis in, 471-473 
surgery on. See Digital surgery. 
tinea pedis between, 35-36 
trauma to. See Injury, digital. 
turf (sprain), 551-552 
underlapping, surgical treatment of, 336 
webbing of, corn in, 201-205 
surgical treatment of, 330-333 
Toenail disorders. See Nail disorders. 
Toxic epidermal necrolysis, 101 
Toxic shock syndrome, staphylococcal, 
796, 798 
streptococcal, 803 
Trauma. See Injury. 
Tretinoin, in keratotic lesions, 84 
Trichophyton, in onychomycosis, 14 
in tinea pedis. See Tinea pedis. 
Trimethoprim-sulfamethoxazole, in 
staphylococcal infections, 807 
oral, 698 
Tuberculosis, 725-739 
osteoarticular, arthritis in, 731-732, 735- 
736 
diagnosis of, 734-736 
HIV infection and, 729 
nonpulmonary acquisition of, 727 
osteomyelitis in, 730-731, 734-735 
pathogenesis of, 725-727 
radiography in, 736 
skin tests for, 728-729 
transmission of, 727 
treatment of, 736-737 
vaccine for, 729-730 
vertebral, 732, 734 
vs. atypical mycobacterial infections, 
730 
Turf toe (sprain), 551-552 
Tyloma, in hallux limitus, 424 


Ulcers, causes of, 149 
differential diagnosis of, 149-151 
in rheumatic disease, 149 
in syphilis, 133 
Meleney’s (necrotizing fasciitis), 635- 
646, 802-803 
Ultrasound, in plantar verrucae treatment, 
63 
Underlapping toe, surgical treatment of, 
336 





Urea ointment, in nail avulsion, 25-26 
Urticarial vasculitis, 146 


V osteotomy, off-set, of first metatarsal, 
526-527 
Vaccines, for Ehrlichia, 628 
for Lyme disease, 627-628 
in plantar verrucae, 62-63 
Vancomycin, enterococci resistant to, 
662-669 
in staphylococcal infections, 806 
in streptococcal infections, 806 
prophylactic, in implant arthroplasty, 
786 


Vascular endothelium, malignant tumors 
of, 164-167 

Vasculitis, rheumatic, skin disorders in, 
144-150 

Venous thrombosis, as plantar nodule, 
85-89 

Verrucae, plantar. See Plantar verrucae. 

Verrucous carcinoma, 110 

Vertebrae, osteomyelitis of, 718-719 

tuberculosis of, 732, 734 
Vesicobullous tinea pedis, 37-38 


Warts, plantar. See Plantar verrucae. 

Web space, dermatophyte infections of, 
cellulitis in, 759-766 

Webbing, of toes, corn in, 201-205 
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surgical treatment of, 330-333 

Wedge shelf osteotomy, of first metatarsal, 
525-526 

Weil flexible prosthesis, for implant 
arthroplasty, 258-259 

Western blot test, for Lyme disease, 
621-622 

Wilson osteotomy, metatarsal dorsiflexion 
in, 360 

Wood ticks, in disease transmission, 600 

Woringer-Kolopp disease, 168 

Wounds, bite, antibiotic prophylaxis for, 
649 

puncture, antibiotic prophylaxis for, 
648-649 


Xanthoma, 119-120 


Yaws, keratoses in, 79 
Yeasts, in onychomycosis, 14 
Young arthrodesis, 242 


Z-bunionectomy, 523-525 

Zinc oxide chloroxylenal cream, in tinea 
pedis, 38-39 

Zoonoses. See Ehrlichiosis; Lyme disease. 

Z-plasty, for contracted fifth toe, 207-210 





